MILK: PRODUCTION AND CONTROL

(4) The " Paragon." This apparatus has been designed to wash bottles of
all sizes with one unit and without changing brushes. Electrically-driven bottle
brushes are provided, and the whole unit is efficient in action and easily cleansed.

It must be remembered that all bottles washed by means of hand bottle-washing
machines should be finally sterilised by steam before they are refilled with milk.

By courtesy of Clare's Service.
FIG. 153.     " York " Hand Bottle Washer.
Mechanical Bottle-washing Machines
There are several types of automatic mechanical bottle-washing machines
of different sizes on the market, but even the smallest size is necessarily
expensive. Of all dairy machinery, it is probable that the greatest develop-
ments have taken place in the design of mechanical bottle-washing plant. The
first machine designed for this purpose owed its inception to the introduction
of sterilised milk into this country towards the end of the last century, Since
that time, thesermachines have been developed most ingeniously, providing